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DEPT FOR FBO ATTN: MR. JOHN IVIE AND INFO A/SY/FO 

HONG KONG FOR RSS 

E.O. 11652: N/A 
TAGS: ASEC 

SUBJECT: REQUEST FOR FUNDS FOR INSTALLATION OF MYLAR 

U.S. DOLLARS 3,521.42 REQUESTED FOR INSTALLATION OF MYLAR 
PLASTIC COATING (TO PROTECT PERSONNEL AGAINST INJURY FROM 
BROKEN GLASS CAUSED BY THROWN OBJECTS SUCH AS ROCKS/ 
BRICKS) ON THE SECOND FLOOR OF THE CHANCERY. THE ENTIRE 
FIRST FLOOR AND THE C&R SECTION WINDOWS WERE TREATED WITH 
MYLAR PREVIOUSLY. APPROVAL OF THIS REQUEST WILL MEAN 
THAT THE CHANCERY WILL BE 100 PERCENT PROTECTED IN THIS 
REGARD. RSO CONSIDERS THIS ESSENTIAL AT THIS TIME. 
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